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MEMORANDUM FOR: Contracts Management Division/COMPT/OSA 


25X1 A ATTENTION: I I 

ir' 

SUBJECT: Photo Interpreters Manuals for IRIS II 
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25X1 A 
25X1 A 


25X1 A 


1. Discussions held with 


ITEK, L/Col. 


Warren Rovd and Mr. Hal Benton, Warner-Robins Air Depot, 

indicate no P.I. (Exploita- 


25X1 A 


tion) Manuals for the IRIS II have been ordered. 


2. L/Col. Boyd became aware of this deficiency only 
after SSD/R& D/OSA brought facts to his attention. (See 

KIN 91583 ) . Mr. Dan Anderson out of Col. Hartley's 
I were also informed of status of IRIS II 


office ana [ 
P.I. Manuals. 


3. As a result of telecons with | | and 25X1 A 

Lt. Col. Warren Boyd, Col. Boyd is taking action to order 

forty (40) copies of the IRIS II P.I. Manual. It is estimated 
writing, editing and production of 40 copies will cost approxi- 
mately Delivery will be about 5 or 6 weeks after 

authorization is given contractor to proceed. We have asked 
Itek to include in the P.I. Manual a chapter on the Warm Springs 
data recorder package. To accomplish this, the Warm Springs 
description must be available for publication 4 weeks prior 
to scheduled delivery date of the manuals. 

4. OSA requirements as to quantity of IRIS II manuals 
is as follows: 


25X1A 


Five (5) to NPIC 
Two (2) to SSD/R&D/OSA 
Two (2) to Det. G 
Two (2) to Det. H 


The 11 copies for OSA are in addition to 40 requested by 
L/Col. Boyd. These additional copies will each cost approxi- 

I “ I _ L 


mately [ 


cost includes 


production of a master (reproducible) copy from which additional 
copies can be made. This arrangement also facilitates updating 
the manual as necessary. 
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5. Coutracts/OSA should take immediate action to procure 
the required number of IRIS II P.I. Manuals. NOT E: Prelim inar 
discuss ions were held between the undersigned and | 

1 on 21 and 24 February 1969 relating to this requirement. 


SSD/R&D/OSA 

25X1 A SSD/R&D/OSA/ I I :big 

Distribution: 

25X1 A Cy 1 - CMD/COMPT/ OSA f 

2 - COMPT/OSA J 

3 - B&FD/OSA I 

4 - D/M/OSA 

5 - D/O/OSA 

6 - IDEA/O/OSA 

7 - DD/SA 

8 - SSD/R&D/OSA 

9 - SSD Chrono 
10 - RB/OSA 
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